ST. PAUL'S CATHEDRAL, 
the work of Sir Christopher Wren, stands on the site of 
the old edifice which was destroyed in the Greet Fire 
of London. It took 85 years to build end is tba fifth 
largest Christian Church, the beauty of the graoeful 
dome being unsurpased. Many monuments to famous 
Soldiers, Sailors, Painters and other renowned English- 
men grace the building. 
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